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RESEARCH MEMORANDUM 

EXPLORATORY INVESTIGATION OF STATIC- AND BASE-PRESSURE INCREASES 
RESULTING FROM COMBUSTION OF ALUMINUM BOROHYDRIDE ADJACENT TO 
BODY OF REVOLUTION IN SUPERSONIC WIND TUNNEL 
By John S. Seraf ini , Robert G. Dorsch, and Edward A. Fletcher 


SUMMARY 

Pressure distribution associated with the stable combustion of 
aluminum borohydride about a body of revolution (parabolic forebody, 
cylindrical afterbody) was experimentally investigated in a wind tunnel 
at a Mach number of 2.47 and a free-stream static pressure corresponding 
to a 55, 000-foot altitude. Fuel was injected through four circumferen- 
tial and equally- spaced fuel orifices which were stationed 10.5 inches 
upstream of the base of a body 21 inches long. 

Pressure increases on the cylindrical and base surfaces of the model 
were measured. Combustion resulted in static-pressure increases of about 
2.0 inches of mercury on the cylindrical surface of the model. Base- 
pressure increased from 1.37 inches prior to combustion to 4.98 inches 
of mercury during combustion. Since these results were obtained in a 
small wind tunnel, they may be subject to undetermined wind-tunnel ef- 
fects. Resolution of the uncertainties would require similar tests in a 
large wind tunnel or in free flight. Calculations showed that consid- 
erable reduction or possibly even complete cancellation of the total drag 
of the body of revolution may be obtained if these large increases in 
base pressure, measured in a small wind tunnel, can be duplicated in a 
free-f light situation or comparable large wind-tunnel tests. 


INTRODUCTION 

The effect of a heat addition to a supersonic airstream adjacent to 
bounding surfaces has received considerable attention in recent years. 
The results of analytical studies of heat addition to supersonic flow 
are presented in references 1 to 5. Reference 3 presents a graphical 
method for obtaining the flow field in a two-dimensional supersonic 
stream to which heat is added. By using this graphical method, refer- 
ence 4 shows that moderate heat addition adjacent to a supersonic two- 
dimensional wing results in increased lift and reduced drag. 
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It was demonstrated in reference 6 that stable combustion of aluminum 
borohydride occurred when the fuel was injected into the airstream ad- 
jacent to the top wall of a supersonic wind tunnel. Stable combustion 
was achieved without flameholding devices . The flameholding properties, 
afforded by the wind-tunnel wall and attendant boundary layer, were ap- 
parently sufficient. The combustion of aluminum borohydride in a super- 
sonic wind t unn el produced an increase of 20 to 40 percent in static pres- 
sure along the tunnel wall (ref. 7). Experimental data are presented in 
reference 8 on the static-pressure increases resulting from the combus- 
tion of aluminum borohydride in the stream adjacent to a flat-plate model 
in a Mach 2.46 wind tunnel. Reference 8 also presents temperature and 
pressure data taken within the heated region. 

The purpose of the present investigation was to measure the static- 
pressure changes on the cylindrical and base surfaces produced by the 
combustion of aluminum borohydride in a region enveloping the afterbody 
of an axisymmetric body in a supersonic wind tunnel. Previous experi- 
ments in reducing base drag of bodies of revolution have consisted of 
either bleeding air into the base region (refs. 9 and 10), or burning 
(or adding heat) in the wake region downstream of the base. In refer- 
ence 11, a pyrotechnic was used as a fuel, and in reference 12, the fuel 
used was hydrogen. 

This exploratory study of the aerodynamic effects of the combustion 
about the body of revolution used essentially the same experimental tech- 
niques as those used in reference 8 for combustion in the supersonic 
stream adjacent to a flat plate. Wo attempts were made to vary the fuel- 
flow rate or to control or measure it with a high degree of accuracy; the 
determination of optimum fuel-flow rates was considered beyond the scope 
of the present study. Consequently, the results are not discussed in 
terms of the over-all efficiency of this heat addition and are not com- 
pared to the more conventional thrust-producing systems such as ramjets 
or rockets. 

The results are presented for 12 steady- state combustion runs at a 
Mach number of 2.47 and a Reynolds number of approximately 8.0X10^. Com- 
bustion and the associated flow disturbances are briefly described and 
illustrated with high-speed motion pictures. The investigation reported 
herein was done at the NACA Lewis laboratory. 


SYMBOLS 


pressure coefficient (p - P Q )/q o where q Q 
dynamic pressure and is equal to yi^M^/2 


is the free -stream 


d 


maximum body diameter, 1.75 in. 
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l body length, 21 in. 

M Mach number 

p static pressure, in. of Hg 

Re Reynolds number (based on free- stream conditions and body length) 

t c time interval during combustion measured from instant of ignition 

as seen in high-speed motion pictures, sec 

z,r,cp cylindrical coordinate system (see sketch with table i) 

y ratio of specific heats, isentropic exponent 

Subscripts : 

b base conditions 

c with combustion 

o free- stream conditions 


APPARATUS AND PROCEDURE 

The apparatus consisted of a supersonic wind tunnel, model, transient 
and steady-state pressure instrumentation, fuel- injection system, and a 
retractable ignitor. 


Wind Tunnel and Model 

A 1- by 1-foot nonreturn-type wind tunnel operating at a Mach number 
of 2.47 was used in this investigation. Total temperature and pressure 
of approximately 100° F and 47.8 inches of mercury, respectively, were 
maintained during the combustion runs . The dew point was held at -55° F 
or lower. The model was positioned in the tunnel (fig. l) so that the base 
of the model was 2 inches upstream of the center of the 11- inch- diameter 
windows; the windows were used for schlieren and other types of observa- 
tion. This position of the model was chosen because, the model being 
longer than the window, the flow around the base was of greatest interest. 

The model and sting support used in this investigation are shown in 
figure 2. The near-parabolic forebody of the model was 10.5 inches long. 
The cylindrical afterbody was also 10.5 inches long with a cylinder di- 
ameter of 1.75 inches. This model was studied in a previous aerodynamic 
investigation at a Mach number of 3.12 (ref. 13) . 
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Static -Pres sure Instrumentation 

Static -pres sure instrumentation consisted of 21 static-pressure 
orifices on the surface and 10 static-pressure orifices on the base of 
the model (shown in table i) . The static-pressure orifices were numbered 
to simplify the following discussion. Fast response was assured by mak- 
ing the static-pressure orifices 0.048 inch in diameter. Nonburning 
pressure data were measured with butyl-phthalate differential manometers. 
The model and tunnel-wall pressure changes resulting from combustion were 
measured by differential pressure transducers using fixed reference pres- 
sures. Reference 8 gives a more detailed description (including the 
response characteristics and calibration procedures) of the static- 
pressure instrumentation. Static calibrations of these instruments, per- 
formed prior to and after the entire series of combustion runs, indicated 
an accuracy within ±5 percent in the range of pressure changes measured. 


Photography 

During combustion, high-speed (1400 to 4500 frames/sec) schlieren 
motion pictures were taken of the flow about the base region of the model. 
High-speed (1300 to 4200 frames/sec) black and white motion pictures of 
the flame (directly photographed) were taken with a camera trained on 
one of the flat schlieren mirrors. In addition, color motion pictures 
taken at comparable speeds were used in the direct-flame photography for 
some of the combustion runs. Timing markers were provided in order to 
determine the film speed. 


Fuel Injection and Ignition 

The main features of the fuel- injection system (fig. 3) were de- 
scribed in reference 8. The only significant differences were in arrange- 
ment of model fuel lines and orifices. The fuel lines from the injector 
to the model consisted of a l/8-inch copper tube manifolded to four 1/16- 
inch Inconel tubes. The four Inconel fuel tubes were led through the 
sting and model to the fuel orifices; these orifices were evenly spaced 
around the model at a distance z of 10.5 inches (see table I) . To mini- 
mize orifice plugging during combustion and to provide for easy cleaning 
after the combustion runs, the length of the fuel orifices was made 
smaller than the model wall thickness, shown in figure 4. 

Prior to fuel injection, the fuel lines leading to the model were 
continually flushed with a low-pressure helium flow. Fuel charges of 
25 to 28 cubic centimeters of aluminum borohydride were injected under 
helium pressure for periods of 2.0 to 3.8 seconds. The helium injection 
pressure was maintained at 50 pounds per square inch gage except in runs 
1 and 2 (table II) where a higher helium pressure (100 lb/sq. in.) was used 
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to prevent plugging. This plugging resulted from solids that formed by 
the reaction of the fuel with traces of foreign materials in the newly- 
installed fuel system of the model. 

The fuel-flow rate in cubic centimeters per second was indirectly 
determined by dividing the volume of the fuel charge in the injector by 
the combustion time interval. The volume of fuel was measured when the 
injector was filled. The maximum error in the measurement of the fuel 
volume was estimated to be about .±1 cubic centimeter for the fuel volumes 
used. The duration of combustion was measured from the traces of the 
pressure-change data. This method of time measurement does not consider 
the fuel-flow duration prior to ignition. As in reference 8 the measured 
time intervals have been arbitrarily increased by 0.2 second to account 
for the preignition and post-flame periods of the fuel flow. 

An electric-spark ignitor (fig. l) was used to ensure consistent ig- 
nition of the fuel. The ignitor, a steel rod with a l/4-inch diameter, 
yielded a 1-joule repeating capacitance spark at a rate of 5 sparks per 
second across a l/8- to 3/l6-inch gap. The rod was insulated from the 
tunnel wall and after extending about 1 inch into the tunnel angled 
toward the model to a position l/4 inch upstream of the model base. 

Once ignition occurred, the flame quickly travelled upstream to the 
fuel orifices and, in general, remained seated there until the fuel was 
expended. In this investigation, after ignition was established, the 
ignitor was retracted from the model to remove any possible effects it 
might have on the combustion region or on the adjacent model static pres- 
sures. The retraction was initiated by a photoswitch that sensed the 
combustion. The ignitor was retracted by rotating the rod 90° about the 
axis perpendicular to the side tunnel wall. After the burning stopped, 
the ignitor returned to its original or extended position. 


RESULTS 

Ignition and combustion of the fuel occurred in every run made with 
the body of revolution. The data for all these runs, numbered 1 to 12, 
are listed in table II. Good combustion is considered to have been ob- 
tained in eight runs (runs 2, 3, 4, 5, 7, 9, 11, and 12) . Good combus- 
tion was relatively uniform, and intense burning occurred adjacent to the 
afterbody (surface and base) of the model resulting in significant 
changes in the static pressures for the entire model boundary of the 
combustion region. The results presented and discussed herein are 
mainly concerned with these eight good- combustion runs. 

For the group of good combustion runs, the fuel-flow rates were 
10.6 to 12.8 cubic centimeters per second, a variation of .±9 percent, 
which is within the estimated error of measurement. Although the 
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fuel-flow rates for the weak combustion runs were considerably lower, for 
completeness, the data obtained for these weak combustion runs (l, 6, 8, 
and 10) are included in table II. A limited discussion of the weak 
combustions runs is presented in appendix A. The aerodynamics of the 
body of revolution without combustion are presented in appendix B where 
they are also compared briefly with the aerodynamics of similar bodies 
of revolution (refs. 13, 14, 15, and 16). 

The effect of combustion on the free-stream flow was noted by measur- 
ing the static-pressures along the wind-tunnel walls at a distance z of 
3.5 and 9.5 inches. During combustion there were no pressure changes on 
the wind-tunnel walls at these stations. 


Description of Burning and Associated Flow Phenomena 

Although a study of the nature of the combustion itself was not the 
object of this investigation, certain general characteristics of the com- 
bustion were noted so that pressures measured on the model during combus- 
tion might be properly evaluated. The portion of the flow and model which 
was observed is shown in figure 5. 

Visual observation revealed that combustion produced a very bright 
yellow- green flame in the good combustion runs; this flame was character- 
istic of the flames studied in previous work. In the good combustion 
runs, the flame had a maximum diameter of about 9 inches at or near the 
model base. Within an axial distance from 3 to 8 inches downstream of 
the model base, the visible flame gradually died out. Visual observation 
of the model and sting after completion of runs revealed that the ash 
patterns on the model surface about the four orifices were similar for all 
good combustion runs. Further downstream on the model surface and base, 
the ash was evenly distributed. 

As noted from the motion-picture observations, upon ignition of the 
fuel the flame quickly propagated upstream to the fuel orifices and ex- 
panded radially until steady-burning was reached (in the mean- value sense) . 
Both ignition and subsequent establishment of steady burning are presented 
and discussed in appendix C. 

Typical examples of steady burning (run 9) are shown in figures 6 
and 7. The two frames (directly photographed) in figure 6 show that dur- 
ing steady burning, the axial extent of the flame varies somewhat, but 
the downstream termination of the flame is always in view (within 6 to 8 
in. downstream of the base) . The maximum diametrical extent of the flame 
(8 to 9 in.) is also visible in the figure. This view of the combustion 
is one which looks slightly upstream of the perpendicular to the schlieren 
window. 
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Two schlleren motion-picture frames of run 9, shown in figure 7 , 
present a picture of the flow and shock waves associated with the com- 
bustion. As described in reference 8, the steady-state burning is ac- 
companied by an oblique shock wave just upstream of the fuel orifices. 

In figure 7 , the flame shock wave after reflection by the tunnel walls 
is seen as the downstream set of oblique shock waves. The intersection 
of the flame shock waves with the schlieren windows may be faintly seen 
in figure 7 as curves which can be approximated by hyperbolas. The in- 
teraction of the reflected flame shock waves with the burning or heated 
region yields a shock-wave structure which does not easily afford a 
quantitative picture of the flow in the region of interest. However, the 
absence of strong- or normal-type shock waves in the region viewed by the 
schlieren is clearly evident in figure 7. 


Axial and Meridional Static-Pressure Data Obtained During Combustion 

Figure 8(a) presents two types of axial variation for the static- 
pressure increases obtained from the good combustion runs. The pressure- 
change data in this and subsequent figures is presented in terms of 
(p c - p) where p and p c are the absolute static pressures in inches 

of mercury prior to and during combustion, respectively. The data for 
run 11 is an example of the smoothest axial variation of pressure change 
(p c - p) . The data for run 12 is an example of the greatest variation 

of pressure change (p c - p) with axial distance z. In either case, the 

measured pressure change is less than 0.01 inch of mercury from static- 
pressure taps 2 to 6. This means that the combustion did not alter the 
flow about the model from the nose to a position within l/2 inch upstream 
of the fuel orifice. 

While the two sets of data downstream of the fuel orifice are not 
precisely similar, the average values of (p c - p) in this range of z 

are about the same. For run 11, the value of (p c - p) sharply increases 

from zero at a z distance of 10 inches to a measured peak value of 2.18 
inches of mercury at a z distance of 11 inches. As z increases from 
the peak position, the values of (p c - p) first decrease to a mi ni mnm of 

1.85 inches of mercury and then increase less rapidly to a level of about 
2.10 inches of mercury. For run 12, the data indicates a peak value of 
2.56 inches of mercury at a z of 12 inches and a mi nimnm of 1.45 inches 
of mercury at a z of 14 inches. This minimum value is also the lowest 
value obtained in the eight good combustion runs. 

Figure 8(b) presents the axial variation of the pressure-change 
(p c - p) for all of the good combustion runs. While the measured values 

of (p c - p) vary from 1.45 to 2.72 inches of mercury downstream of the 
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fuel orifices, the hulk of the data points lie in the range of (p c - p) 

from 1.8 to 2.2 inches of mercury. This indicates that, for any particu- 
lar run and aft of the peak region, the pressure changes do not vary 
appreciably with the axial distance z. Also, the differences among the 
individual runs may be considered small. 

Faired curves of the axial variation of p c , which is the absolute 

static pressure on the model during combustion, are presented in figure 
9 for the average of the good combustion runs along with runs 4 and 9, 
the minimum and maximum runs of the axial data, respectively. Also in- 
cluded in figure 9 is the nonburning axial pres sure- distribution curve 
(obtained from the data presented and discussed in appendix B) . The ab- 
solute pressures during combustion p c are obtained by adding the pres- 
sure changes (p c - p) to the nonburning static pressure p. The values 

of p shown by the curve in figure 9 are calculated for a total pressure 
of 47.75 inches of mercury (average value of total pressure for all the 
good combustion runs). The static pressures resulting from combustion 
are about 70 percent greater than those without combustion. 

The meridional variation of the pressure changes (p c - p) resulting 

from combustion is presented in figure 10. The data presented include 
only those good combustion runs for which the most complete sets of data 
points were obtained at the meridional stations. For a z distance of 
17.5 inches (fig. 10(a)), the pressure changes for run 2 are virtually 
constant for the meridian angle <P from -90° to 90°. The slight asymmetry 
of the meridional pres sure -change distribution for the other runs may re- 
sult from slight inequalities in the fuel flows from the individual fuel 
orifices. In figure 10(b) at a z distance of 20.5 inches, the data is 
presented for cp from 0° to 90°. In general, the meridional variation 
appears to be about the same at this station. The data presented in fig- 
ure 10 show that there is no significantly large meridional variation in 
the pressure changes resulting from combustion. 

No effect of the fuel-flow rate on pressure changes could be obtained 
for the good combustion runs. For these eight good- combustion runs, their 
fuel-flow rates of 10.6 to 12.8 cubic centimeters per second may be repre- 
sented by a single value of the fuel-flow rate if the indicated errors of 
measurement are taken into consideration. While considerably lower values 
of the fuel-flow rate were obtained for the weak- combustion runs (l, 6, 

8, and 10), they are not useful in a study of the effect of fuel-flow 
rates on the static -pres sure changes. The lower fuel-flow rates, pre- 
sumably occurring because of poor or no fuel flow through one or several 
of the fuel orifices, resulted in the character of the combustion region 
being drastically changed from that of the good-combustion runs. For ex- 
ample, runs 8 and 10 with fuel-flow rates of 6.0 and 8.0 cubic centimeters 
per second, respectively, were essentially runs with combustion occurring 
only downstream of the model base (appendix B) . 
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Base-Pressure Data During Combustion 

The most significant increase in pressure resulting from combustion 
occurred on the base of the model. The data obtained from the 10 base- 
pressure statics are plotted separately in figure 11 and also figure 12 
simply for convenient presentation. The variation with the meridian 
angle <P from 0° to 90° is presented in plots (a) and (b) of figures 11 
and 12 for r values of 0.63 and 0.81 inch, respectively. The (c) plots 
of figures 11 and 12 give the data at cp of 90° for r from -0.63 to 
0.81 inch. For runs with ignitor retraction occurring, the base-pressure 
changes measured during combustion have been corrected for the slight 
change in base pressure resulting from ignitor retraction (see appendix B) . 

The pressure-change data for the base is presented in figure 11 for 
the eight good combustion runs. In this figure, the extreme values of 
(p c ~ p) are 3.47 and 3.90 inches of mercury, which is a variation of 

less than ±6 percent (based on the average of the extreme values) • Com- 
paring the average (p c - p) data for the four runs having high fuel-flow 

rates did not indicate even a slight trend with varying fuel-flow rate. 

For the good combustion runs, the base-pressure changes are relatively 
independent of any sort of grouping with the possible exception of run 9 
which gave slightly higher values than the rest of the runs. 

The average of the good combustion data and data without combustion 
is shown in figure 12 in terms of base pressures in inches of mercury 
absolute (for average total pressure of 47.75 in. of mercury). Figure 
12 clearly shows the large magnitude of the base-pressure increase, as a 
result of the combustion reported herein. The average absolute pressure 
in the base during combustion is 4.98 inches of mercury as determined from 
the averaged data points in figure 12. 

The base-pressure data for the four runs (l, 6, 8, and 10), which re- 
sulted in weak combustion presumably because of partially plugged fuel 
lines, is presented in appendix A. 

DISCUSSION OF RESULTS 

The combustion about the model in the 1- by 1-foot supersonic wind 
tunnel resulted in a region of flame at its maximum cross section about 
8 to 9 inches in diameter. This fact, along with the substantial pressure 
increases on the base and along the model axis, suggests that the results 
be carefully inspected for the possible existence of wind-tunnel phenomena 
which may have affected the results quite significantly. If these wind- 
tunnel effects exist, then possibly the results reported herein cannot 
be duplicated in free flight . 
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Since it was not possible actually to observe the flow upstream of 
the schlieren window, an approximate picture of the flow in this upstream 
region was constructed by sketching in the flame and shock waves. This 
is done by using as references the places where the shock waves and flame 
not o nly originate, but also enter the combustion or heated region. The 
sketch is for a plane cross section, which includes the model centerline. 
This cross section is perpendicular to the wind-tunnel side walls and to 
the schlieren light path through the tunnel (ip, 0° or 180°) . 

Figure 13 presents a sketch of the flow about the entire model for 
run 9. The intersection of the three-dimensional shock waves with the 
cross section of the plane is shown as a solid line. The flame and heated 
regions are shown as a shaded area about the model afterbody . The por- 
tion of the flow under schlieren observation is denoted by a dashed line. 
The sketch does not show the nose and combustion shock waves entering the 
flame and heated region (shaded), because careful scrutiny of the schlieren 
motion-picture frames does not yield any certain evidence that the nose 
and combustion shock waves penetrated the combustion region. In figure 7, 
what may be taken as shock waves traversing the combustion and heated re- 
gion may actually be shock waves existing outside of and adjacent to this 
region, which could consist of subsonic flow. The nature of the interac- 
tion of shock waves and the combustion region can be answered only by 
further research. 

The schlieren motion-picture and pressure-c h ange data along the 
model axis provide a definite answer on whether or not choking of the air- 
flow occurred for the axial positions viewed with schlieren and also for 
the upstream positions. If, during combustion, choking of the flow did 
occur at these positions in the test section of the wind tunnel, then 
static-pressure increases on the model and wind-tunnel walls upstream of 
the combustion would have resulted. As discussed previously, the results 
do not show any static-pressure increases ahead of the combustion region 
on the model or wind-tunnel walls. In addition, none of the schlieren 
motion pictures show any normal-type shock waves moving to any position 
upstream of the schlieren window or existing within the region viewed. 

This holds from a time prior to ignition, end at all subsequent times in- 
cluding the period of steady burning. 

The nonexistence of other wind-tunnel effects on the pressure- 
change results cannot be shown. The lack of any clear-cut picture of 
the flow or of any pressure or temperature data within the combustion or 
heated region does not allow a determination of the Mach-number distribu- 
tion in this region. A knowledge of the Mach number in the region down- 
stream of the base would be of particular importance. If an appreciably 
large subsonic region (see ref. 8) existed adjacent to the sting support, 
the pressure increases obtained on the model base and further upstream 
could have resulted, at least in part, from the pressure energy being fed 
in through this subsonic region from strong shocks. These shocks cer- 
tainly may be assumed to exist further downstream in the wind tunnel. 
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Even though the position and strength of these shocks in the wind tunnel 
are not known, the sehlieren motion pictures do not indicate that any 
such shocks existed within the region viewed (7 to 8 in. downstream of 
the model base) . 4 

What effect the presence of the sting support had on the combustion 
is also not actually known. Since most of the visible flame occurs up- 
stream of the sting support, it may be that the combustion was not greatly 
affected by the presence of the sting support. However, the base pressure 
may still be affected by the presence of the sting support because of the 
lowered Mach number (of unknown magnitude) occurring in the heated region. 

The experimental work with the body of revolution and that with the 
25-inch (extended) flat plate reported in reference 8 were carried out 
with similar objectives. In fact, both investigations were conducted in 
the same wind tunnel and at the same Mach number and static pressure. 

Also, the fuel amounts and times of injection were approximately the same. 
The combustion for the two models did not yield exactly the same results . 
The dissimilarities may have resulted in part from the fact that the com- 
bustion about the body of revolution resulted in a fairly axisymmetric 
region of flame, whereas the combustion adjacent to the flat plate re- 
sulted in a fairly two-dimensional region of flame. 

The pressure changes resulting from combustion are of the same order 
of magnitude for both the body of revolution and the flat plate. The 
principal difference in the pressure-change data for the two models is 
the magnitude of the peak and mini mum values which occurred downstream 
of the fuel orifices. For the body of revolution, the difference of the 
peak and minimum values was only 0.59 inch of mercury with the minimum 
pressure change being 1.79 inches of mercury for the average of the good 
combustion runs. In the case of the flat plate for similar quality data, 
the difference between the peak and minimum values was 2.15 inches of 
mercury. For both models, the pressure changes averaged over the length 
of the combustion region are about the same being 1.7 and 2.0 inches of 
mercury for the flat plate and body of revolution, respectively. 

The large base-pressure increases (fig. 12) indicate considerable 
reductions in drag of the body of revolution. Appendix D presents calcu- 
lations of the net axial forces acting on the model with and without com- 
bustion. An estimate of the skin-friction is also included in appendix 
D. At a free-stream static pressure of 2.93 inches of mercury and a Mach 
number of 2.47, the total drag of the model is 3.38 pounds. As a result 
of the greatly increased base pressure during combustion, summing the 
axial forces which act on the model results in a net thrust of 0.27 pound 
(when the average base pressure for all the good combustion runs is used) . 
The reduction in drag is also appreciable for a weak combustion run dur- 
ing which burning occurred only downstream of the model base (run 10 ) . 

In this case, the sum of the axial forces resulted in a drag of 0.30 pound. 
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These significant drag reductions must be considered along with the pre- 
ceding discussion on the possibilities of the wind-tunnel environment in- 
fluencing the flow in the combustion region downstream of the base and, 
consequently, the base pressures during combustion. As remarked pre- 
viously, if downstream of the model base a significant portion of the 
combustion region is subsonic, the wind-tunnel effects on the base-pressure 
increases may be of the first order. If this is the case, the previously 
mentioned reductions in drag would not be reproducible under free-flight 
conditions. In order to check this uncertainty, additional experimental 
work should be performed either in appropriate large-sized wind tunnels 
or in free flight. 


CONCLUDING REMARKS 

Measurements were made of the pressure increases obtained from the 
combustion of aluminum borohydride about a body of revolution in a super- 
sonic wind tunnel. This combustion, external and adjacent to the cylin- 
drical and base surfaces of the afterbody, was stable and was readily 
maintained for the entire period of fuel flow (several seconds) . On the 
cylindrical portion of the afterbody, the good combustion runs resulted 
in measured static pressures rises of about 2.0 inches of mercury; these 
pressure increases being approximately constant with respect to meridional 
variation. The base pressures were increased from 1.37 inches of mercury 
without combustion to an average of 4.98 inches of mercury for good com- 
bustion. Since these results were obtained in a small wind tunnel, they 
may be subject to quantitatively undetermined wind-tunnel effects. Cal- 
culations showed that considerable reduction or even complete cancella- 
tion of total drag of the body of revolution may be obtained if large in- 
creases in base pressures measured during combustion can be duplicated in 
a free-flight situation. 

Further experimental work in a larger wind tunnel or in free flight 
should be performed to determine whether the pressure increases obtained 
were not only the result of the combustion, but also a function of wind- 
tunnel phenomena other than flow choking. In some of the further work, 
considerably longer burning times would also be desirable to determine 
what effects may or may not exist as the model surface temperatures at- 
tain steady-state or equilibrium values. Additional experiments should 
also be carried out which would allow a description of the burning region 
in terms of the pertinent thermodynamic and fluid-dynamic variables. 


Lewis Flight Propulsion Laboratory 

National Advisory Committee for Aeronautics 
Cleveland, Ohio, May 20, 1957 
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APPENDIX A 


BASE-PRESSURE DATA FOR WEAK COMBUSTION RUNS 

Four runs (l, 6., 8, and 10) resulted in weak, combustion presumably 
due to partially plugged fuel lines. This weak combustion resulted in 
smaller pressure increases along the body surface and base. Since com- 
bustion occurred only downstream of the base for runs 8 and 10, no pres- 
sure increases were noted upstream of the base for these runs. Of the 
weak combustion runs, only run 6 approached the surface- and base-pressure 
increases obtained for the good combustion runs. 

The combustion for runs 1 and 6 is similar to that of the good 
combustion runs except that the diameter of the flame is smaller and its 
visible length is larger. Runs 8 and 10, having combustion only down- 
stream of the base, are not similar to the good combustion runs. 

The base-pressure changes during combustion are presented in figure 
14 for the four weak combustion runs (l, 6, 8, and 10) . For the data in 
figure 14, the (p c - p) values varied over a considerable range from 1.30 
to 3.26 inches of mercury. 
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APPENDIX B 


AERODYNAMICS WITHOUT COMBUSTION 

Aerodynamic measurements of the model without combustion were neces- 
sary for analysis of the combustion data. Furthermore, these measurements 
can be compared with more complete aerodynamic experimental studies of 
bodies of revolution. The Reynolds numbers for the aerodynamic tests 
without combustion were changed from 6.7X10® to 10.9X10® by varying the 
tunnel stagnation pressure from 34.7 to 57.1 inches of mercury at a stag- 
nation temperature of 53° F. This Reynolds number variation did not af- 
fect the measured pressure coefficients on either the model surface or 
on the model base. In order to determine the effect of the ignitor on 
the model pressures, data were obtained at two ignitor settings for a 
Reynolds number of 9.0X10®. One ignitor setting was with the ignitor 
retracted from the model surface. The other was with the ignitor in 
the forward or extended position. The distance between ignitor and model 
at the extended ignitor position was approximately l/8 to 3/l6 inch. 

Slight variations within this range in the gap distance did not affect the 
pressures measured on the model surface and base. 

A schlieren photograph of the flow about the rear portion of the 
model is presented in figure 5 for the ignitor retracted. The pressure 
distribution about the model without combustion is presented in figure 
15 in terms of the pressure coefficient Cp. Coordinates of the static- 
pressure taps on the surface and base of the model are given in table I. 
Figure 15(a) presents the variation of Cp with the axial distance z 
along the body surface. Figure 15(b) presents the meridional variations 
of Cp at two axial stations. The data of figures 15(a) and (b) indicate 

that retracting the ignitor does not affect the model surface -pressure 
distribution. These data are also in general agreement with the data 
for the same model and Reynolds numbers at a Mach number of 3.12 (ref. 13). 

The Cp distribution on the model base is given in figure 15(c). 

In this case, changing the ignitor setting does affect the base-pressure 
distribution. The pressure coefficients decrease as the ignitor is moved 
forward from the retracted to the extended position. In terms of pres- 
sure, the differences of the retracted and extended base-pressures range 
from 0.04 to 0.20 inch of mercury. These differences obtained with the 
ignitor settings are accounted for in the analysis and presentation of 
the combustion data. 

A study of the schlieren photograph of figure 5 reveals that the 
nose shock wave reflected from the tunnel walls intersects the sting 
support at an approximate distance of 4/3 model diameters from the base 
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of the model. Prior to this investigation, the model was designed and 
used for a Mach number of 3.12 and a 1- by 1-foot wind-tunnel test sec- 
tion. In the present investigation at a Mach number of 2.47 and the 
same size test section, the reflected nose shock wave is closer than 
that usually considered desirable (see appendix B of ref. 14). However, 
the base-pressure data with the retracted ignitor are typical of data 
obtained in base-pressure studies (refs. 13 to 16). This is seen by 
comparing base-pressure coefficients, as in figure 16, which gives base- 
pressure coefficients as a function of Mach number. The base pressure 
in this investigation is in good agreement with the results of the refer- 
ences. For this investigation, the average Cp of -0.125 is obtained 
from figure 15(c). 

The data in figure 16 are for cylindrical bases and include Reynolds 
numbers from 6.5X10® to 10X10® and body fineness ratios from 5 to 12. 

The values in figure 16 are for the cases where the transition to the 
turbulent boundary layer has presumably taken place on the body surface. 


16 


NACA RM E57E15 


APPENDIX C 


IGNITION AND ATTAINMENT OF STEADY BURNING 

Figure 17, taken from the motion pictures of a typical good 
combustion run, shows the ignition and achievement of the steady burning 
of run 3. Figures 17(a) and (b) consist of the directly photographed 
and schlieren motion-picture frames, respectively. The time interval 
included in the series of selected single frames is from ignition to 
about 0.18 second after ignition. The time intervals (t c ) were referenced 

to the first frame in which flame appeared. 

Thus, in figure 17(a), frame 1 gives the first evidence of illumina- 
tion and shows the flame at a position slightly upstream of the ignitor 
and extending downstream of the model base. Frame 2 (t c , 0.001 sec) 

shows a further upstream advance of the flame. In frame 3 (t c , 0.003 

sec) the combustion has apparently reached the fuel orifices. Frames 3 
to 8 (fig. 17(b) ) indicate the buildup of the combustion from a thin 
annulus of flame to a flared- out flame as in frames 7 and 8. The time 
of frame 8 is 0.179 second after burning started. Frames 7 and 8, typi- 
cal of frames for subsequent times, represent steady-state combustion on 
the basis of visual observation and measured static -pres sure changes. 

As steady-state combustion is reached, the length of the combustion re- 
gion decreases so that the downstream limit of the visible combustion 
approaches the base region of the model. Also seen in frames 5 and 6 is 
the ignitor retraction completed 0.058 second after beginning of 
retraction. 

Frame 1 in figure 17(b), showing selected schlieren frames of run 
3, is the frame just prior to ignition. The ignitor is seen extending 
from the lower right to a point near the model surface just upstream of 
the model base. Combustion is first seen in frame 2 as compared with 
frame 1 of figure 17(a) . In figure 17(b) , frame 2 is quite close to the 
instant of ignition as shown by the small region of combustion ahead of 
the ignitor. 

Subsequent frames 3 to 10 show the upstream advance of the flame to 
the fuel orifices and enlargement of the combustion region. The combus- 
tion and associated flow shown in frames 9 and 10 are characteristic of 
the steady-state combustion of run 3, and frames 9 and 10 are similar to 
those taken later during combustion. 
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APPENDIX D 


CALCULATION OF AXIAL FORCES 

% 

The axial (drag and thrust) forces acting on a body of revolution 
at zero incidence to a supersonic stream may be divided into the axial 
components of two types of forces, namely, friction forces and pressure 
forces acting normal to the body surface. The axial components of the 
pressure forces may be considered as being subdivided into axial forces 
acting on the forebody (having no rearward- facing surfaces) and those 
acting on the afterbody (having no forward- facing surfaces). Thus, the 
axial components of the pressure forces acting on the forebody are drag 
components , and the components acting on the afterbody and base are 
thrust components. The body of revolution used in this investigation 
has a near-parabolic forebody, a cylindrical afterbody without boattail- 
ing, and a blunt base. Therefore, at zero incidence (in a supersonic 
airstream) , the axial forces acting on this model are the force on the 
model base, the sum of the axial components of the normal pressures act- 
ing on the forebody, and the skin friction on both the forebody and after- 
body. In the usual nonburning aerodynamics, the normal-pressure contri- 
butions to the axial forces on this model are given in terms of a wave 
drag and a base drag, quantities obtained relative to the free-stream 
static pressures. However, in the following discussion it will be more 
convenient to consider the forces calculated from the absolute pressures 
on the model. 

Since the measurements made included only model surface pressures 
and did not include force balance values, no information on the skin- 
friction portion of the drag was obtained. Skin-friction drag without 
combustion was calculated from the measured skin-friction drag coeffi- 
cient given in reference 13 for the identical body of revolution at com- 
parable Reynolds number and a Mach number of 3.12. For a Reynolds number 
of 8.0X10®, two values for skin-friction drag coefficients (based on 
frontal area) may be obtained from figure 19 of reference 13. The value 
obtained from boundary- layer calculation is about 0.054, and that value 
obtained from force and pressure measurements is 0.072. If the greater 
(more conservative) value is used, then for a free-stream static pressure 
of 2.93 inches of mercury and Mach number of 2.47, the skin-friction drag 
without combustion is 1.07 pounds. 

The skin-friction drag of the model during combustion is estimated 
by assuming that the combustion results in increasing the skin-friction 
by a factor of 2 or less. For the body surface adjacent to the combus- 
tion, a factor increase of 2 in the skin friction would require a similar 
factor increase in the product of dynamic viscosity and velocity gradient 
at the wall. If the Mach number is subsonic or supersonic, the order of 
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magnitude calculations on the viscosity and velocity in the combustion 
region still indicate that the values of local skin friction during com- 
bustion are actually not greater than this factor of 2, but are probably 
less than twice the values without combustion. This calculation does 
not consider the possible additional friction which would result from ash 
deposits on the surface during the burning. The skin-friction drag dur- 
ing combustion is calculated by assuming that the increased skin- friction 
drag coefficient of 0.144 acts only on the wetted surface area adjacent 
to the burning. This surface area consists of the cylindrical afterbody 
of the model. Calculated on this basis, the skin-friction drag during 
combustion is 1.69 pounds. Therefore, during combustion (using the 
average of good combustion data) the axial forces acting on the body of 
revolution are 


Model skin friction, lb 

-1.69 

Axial force on forebody, lb 

-3. 92 

Force on base, lb 

5.88 

Sum of axial forces, lb 

0.27 


where the plus and minus signs indicate axial forces acting in the up- 
stream and downstream direction, respectively. 

The axial forces without combustion are as follows: 


Model skin friction, lb 

-1.07 

Axial force on forebody, lb 

-3.92 

Force on base, lb 

1.61 

Sum of axial forces, lb 

-3.38 


The reduction in total drag is also appreciable for the weak 
combustion rims. For example, for run 10 with burning only downstream 
of the model base, the axial forces acting on the body of revolution are 


Model skin friction, lb 

-1.07 

Axial force on forebody, lb 

-3.92 

Force on base, lb 

4.69 

Sum of axial forces , lb 

-0.30 


Since the fuel burned only downstream of the model base, the skin- 
friction drag is calculated for the case where there is no combustion 
adjacent to the surface area. 
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Flow 


TABLE I. - LOCATIONS OF SURFACE STATIC -PRESSURE, 
BASE-PRESSURE, AND FUEL ORIFICES 
[Orifices numbered] 


y 



(a) Surface static-pressure orifices 



(b) Base-pressure orifices 


Radial 

distance, 

r, 

in. 

Meridian 
angle, cp, 
deg 

90 

60 

30 

0 

-90 

0.48 

30 





.63 

26 

27 

28 

29 

31 

.81 

22 

23 

24 

25 



(c) Fuel orifices 


Axial 

Radial 

Meridian 

distance. 

distance. 

angle, 

<P J 

Z; 

r ; 


deg 


in. 

in. 





10.5 

0.875 

1 

CO 

o 

0 

90 

180 


DO 

DO 


TABLE II. 


SURFACE AND BASE STATIC-PRESSURE CHANGES RESULTING FROM COMBUSTION ABOUT BODY OF REVOLUTION IN 2.47 MACH AIRSTREAM 


(a) Pressure changes for surface static-pressure taps 


Run 

Stag- 

Stag- 

Helium 

In- 

Pressure- 

Fuel 






Pressure changes of numbered moc 

lei st 

;atic£ 

i, in. 

■ Hg 






nation 

temper- 

nation 

pres- 

in- 

jector 

jector 

fuel 

change 

pulse 

injec- 

tion 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 


ature. 

sure. 

pres- 

charge. 

length 

rate. 






















in. Hg 

sure. 

cc 

+ 0.2, 

Wf, 
























lb 


sec 

cc/sec 
























sq in. 



























gage 
























a l 

2 

3 

a 4 

5 

6 

101 

103 

97 
100 

99 

98 

47.54 

47.25 

47.84 

47.96 

47.63 

47.66 

100 

100 

50 

50 

50 

50 

26 

26 

25 

25 

28 

25 

3.80 

2.22 

2.18 

2.36 

2.56 

3.51 

6.8 

?11.7 

?11.5 

b 10.6 

b 10.9 

7.1 

0 

0 

0 

0 

0.02 

0 

.01 

0 

0.02 

0 

.01 

0 

0.02 

0 

.01 

.02 

0 

0 

0 

.06 

.09 

.08 

0.71 

2.11 

1.09 

(e) 

2.38 

2.36 

2.19 

1.42 

0.79 

2.03 

0.33 

1.97 

1.86 

1.55 

1.85 

1.57 

0.13 

1.97 

2.02 

1.70 

2.02 

1.60 

0 

2.03 

2.01 

1.80 

1.97 

1.58 

-0.11 

2.03 

1.96 

1.79 

1.93 

1.54 

2.04 

1.87 

2.03 

1.65 

1.93 

1.82 

1.97 

1.62 

-0.12 

2.02 

-0.10 

2.03 

1.93 

1.71 

1.88 

1.60 

-0.07 

2.05 

1.92 

1.77 

1.94 

1.62 

1.96 

1.80 

1.96 

1.61 

7 

a 8 

9 

97 

99 

100 

47.20 

47.37 

48.03 

50 

50 

50 

25 

25 

28 

2.27 

4.16 

2.32 

b 11.0 
c 6 .0 
*>12.1 

0 

0 

0 

0 

0 

0 

0 

.02 

0 

0 

.03 

0 

.04 

2.27 

(d) 

2.72 

2.56 

(d) 

2.46 

2.01 

(d) 

1.95 

1.85 

Pel 

2.03 

2.04 

(d) 

2.16 

2.06 

(d) 

2.39 

2.02 

0 

2.21 


2.25 

2.02 

(d) 

2.19 

1.88 

0 

2.07 

(d) 

2.23 

n 

2.02 

2.14 

2.15 

n 

a 10 

11 

a 12 

100 

100 

98 

47.82 

47.94 

48.12 

50 

50 

50 

25 

25 

25 

3.12 

2.37 

1.96 

c 8 .0 
*>10.6 
*>12.8 

0 

0 

0 



0 

0 

0 

0 

0 

.01 

0 

2.18 

1.95 

0 

1.88 

2.56 

0 

1.91 

(®) 

0 

2.02 

1.45 

0 

2.12 

1.61 

0 

2.07 

1.90 

0 

2.12 

2.18 

0 

2.08 

2.04 


0 

2.07 

2.06 

0 

2.08 

2.00 


u 

2.07 

1.97 

u 

2.01 

2.00 

2.10 

2.05 


a Ignitor did not retract. 

b Good combustion run. 

c Combustion only downstream of base. 

d No readable steady-state pulses (large initial pulse occurs and drops off to zero). 
e Plugged pres sure -change pulse. 
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TABLE II. - Concluded. SURFACE AND BASE STATIC-PRESSURE 

CHANGES RESULTING FROM COMBUSTION ABOUT BODY OF 

REVOLUTION IN 2.47 MACH AIRSTREAM 

(b) Pressure-changes for base static-pressure taps 
(corrected for ignitor retraction where applicable) 


Run 


Pressure changes of numbered model statics 

, in. 

Hg 


22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

a l 

1.70 

1.82 

1.80 

1.82 

1.68 

1.70 

1.86 

1.70 

1.65 

1.65 

2 

3.54 

3.63 

3.56 

3.61 

3.63 

3.56 

3.47 

3.47 

3.58 

3.57 

3 


3.65 


3.68 

3.61 


3.54 




a 4 


3.68 


3.78 

3.65 


3.62 




5 


3.60 


3.53 

3.61 


3.58 




6 


3.22 


3.26 

3.17 


3.16 




7 

3.69 

3.72 

3.66 

3.69 

3.70 

3.63 

3.64 

3.67 

3.75 

3.60 

a 8 

1.40 

1.51 

1.45 

1.49 

1.42 

1.45 

1.46 

1.45 

1.40 

1.30 

9 

3.90 

3.78 

3.82 

3.83 

3.68 

(b) 

3.69 

3.70 

3.85 

3.78 

a 10 

2.68 

2.80 

2.94 

2.85 

2.52 

2.75 

2.80 

2.84 

2.64 

2.78 

11 

3.74 


3.78 



3.57 


3.68 

3.71 


a 12 

3.73 


3.78 



3.80 


3.52 

3.72 



a Ignitor did not retract. 
^Plugged pressure-change pulse. 
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Figure 1. - Sketch of wind-tunnel, model, fuel- injector, and ignitor system. 
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Figure 2. - Sketch of model and sting support. 
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Figure 3. - Fuel- injector installation. 
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Figure 4. - Details of fuel-orifice construction. 
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Figure 5 


Schlieren photograph of flow about model (ignitor extended) 
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Frame 1 


Frame 2 


Figure 6. - Directly photographed motion-picture frames shoving typical 
steady-state combustion (run 9). Camera speed, 4200 frames per second. 
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Frame 1 



Nose shock wave 
(reflected from 
tunnel walls) 


Model 

after- 

body 


Combustion shock 
waves (reflected 
from tunnel walls) 



Frame 2 

Figure 7 . - Schlieren motion-picture frames showing typical steady- 
state combustion (run 9). Camera speed, 4500 frames per second. 
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4 6 8 10 12 14 16 18 20 Base 

Axial distance, z, in. 

(a) Typical variations due to good combustion. 

Figure 8. - Axial static-pressure increases. Meridian angle, 90°. 
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Static-pressure tap 


I I I I I I I I I 

6 8 10 12 14 16 18 20 Base 

Axial distance, z, in. 

(t>) Increases due to all good combustion runs (2, 3, 4, 5, 7, 9, 11, and 12) . 
Figure 8. - Concluded. Axial static -pres sure increases. Meridian angle, 90°. 
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Figure 9. - Average, maximum, and minimum axial variations of the absolute pressures resulting from 
good, combustion runs, and comparison with the absolute pressures occurring without combustion. 
Total pressure, 47.75 inches of mercury. 
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19 18 17 13 


Static-pressure tap 



I I I I I I 1 1 

-90 -45 0 45 90 0 45 90 

Meridian angle, <P, deg 

(a) Axial distance, 17.5 inches. (b) Axial distance, 20.5 inches. 

Figure 10. - Typical meridional variations of pressure changes resulting from good 
combustion runs. 
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0 30 60 

Meridian angle, (p, deg 

(a) Radial distance, 0.63 inch, (b) Radial distance, 0.81 inch. 


25 24 23 
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Figure 11. - Base-pressure increases resulting from good combustion runs. 
Axial distance, 21 inches. 
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Figure 12. - Comparison of base-pressures with and without combustion in terms of absolute 
pressures. Axial distance, 21 inches. 
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Figure 13. - Combustion and associated flow about the model for the horizontal 
plane through the model centerline (run 9) . 


6£Tf 


NACA EM E57E15 




Pressure change, (p c -p), in. of Hg 


4139 



Meridian angle, cp, deg 

(a) Radial distance, 0.63 inch. 
Figure 14. - Pressure changes 



Static-pressure tap 


0 30 60 90 

Meridian angle, <p, deg 

(b) Radial distance, 0.81 inch. 

resulting from weak combustion runs. 












[ 

1 







i l 


Run 

1 

6 

n 


A 

A 


o 


i 

i 


□ 

O 

Combi 

istio 

n 


" A 

10 ) only down- 
stream of 





.- UCtiDf 

s — 

) 




o ( 

> ° 





< 

^ /V 

> 




\7 






_J 

L 


31 30 26 22 


-•5 0 .5 1.0 

Radial distance, r, in. 

(c) Meridian angle, 90°. 

Axial distance, 21 inches. 

CM 


NACA EM E57E15 


Pressure coefficient 


.04 


.02 


ft 

o 


-.02 


.02 










— i 

1 1 1 1 

Ignitor 

Extended (ignition gap, 
1/8 to 3/16 in.) 

i 



> 








o 

y 




4 

\ 






O 

Reti 

’acte( 

I 


























< 

> 



< 

> < 


< 

> < 

> 

O 

0 

< 

> <> 





i 

* 

< 

1 

> 

r~ 











0 <r 


-.02 


-90 


-45 


10 12 14 

Axial distance, z, in. 


16 


18 


(a) Axial variation at cp of 90°. 


0 45 90 0 

Meridian angle, cp, deg 


45 


90 


Oi 

CD 


20 Base 


















> 

< 

► 

1 

r 













(t>) Meridional variation at the axial distances of 17.5 and 20.5 inches. 

Figure 15. - Pressure-coefficient distribution about model without combustion 
for ignitor retracted and extended. 
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(c) Variation of Base -pres sure coefficient. Axial distance, 21 inches. 

Figure 15. - Concluded. Pres sure -coefficient distribution about model without combustion 
for ignitor retracted and extended. 


o 

O 


1.0 


CM 

CO 


NACA EM E57E15 


Base-pressure coefficient, C 


40 


MCA RM E57E15 



Mach number 

Figure 16. - Comparison with other reported results 
of average base- pressure coefficient obtained 
without combustion. 
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Frame 2 (time interval, 0.001 sec; camera speed, 1310 frames/sec.) 

(a) Directly- photographed motion-picture frames. 

Figure 17 . - Single motion-picture frames of run 3 showing the 
development from ignition of a typical good combustion run. 
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(a) Continued. Directly- photographed mot ion- picture frames. 


Figure 17. - Continued. Single motion-picture frames of run 3 showing 
the development from ignition of a typical good combustion run. 
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Frame 5 (time interval, 0.135 sec; camera speed, 1380 frames/sec.) 



Frame 6 (time interval, 0.158 sec; camera speed, 1420 frames/sec.) 

(a) Continued. Directly- photographed mot ion- picture frames. 

Figure 17 . - Continued. Single motion-picture frames of run 3 showing 
the development from ignition of a typical good combustion run. 
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Frame 7 (time interval, 0.170 sec; camera speed, 1420 frames/sec.) 



Frame 8 (time interval, 0.179 sec; camera speed, 1420 frames/sec.) 

(a) Concluded. Directly- photographed motion-picture frames. 

Figure 17* - Continued. Single motion-picture frames of inn 3 showing 
the development from ignition of a typical good combustion run. 


4139 



4139 


MCA EM E57E15 


45 



Frame 1 (prior to ignition) 



Figure 17 . - Continued. Single mot ion- picture frames of run 3 showing 
the development from ignition of a typical good combustion run. 
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Frame 3 (time interval, 0.001 sec.) 



Frame 4 (time interval, 0.002 sec.) 


(b) Continued. Schlieren motion-picture frames, camera speed 1560 
frames per second. 


Figure 17 . - Continued. Single motion-picture frames of run 3 showing 
the development from ignition of a typical good combustion run. 
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Frame 5 (time interval, 0.003 sec.) 



(b) Continued. Schlieren motion-picture frames, camera speed 1560 
frames per second. 


Figure 17 . - Continued. Single motion-picture frames of run 3 showing 
the development from ignition of a typical good combustion run. 
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Frame 7 (time interval, 0,134 sec,) 



Frame 8 (time interval, 0.158 sec.) 


(b) Continued. Schlieren mot ion- picture frames, camera speed 1560 
frames per second. 


Figure 17 . - Continued. Single motion-picture frames of run 3 showing 
the development from ignition of a typical good combustion run. 
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Frame 9 (time interval, 0.169 sec.) 



Frame 10 (time interval, 0.178 sec.) 

(b) Concluded. Schlieren motion-picture frames; camera speed, 1560 
frames per second. 

Figure 17 . - Concluded. Single motion-picture frames of run 3 showing 
the development from ignition of a typical good combustion run. 
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